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To the best of the Contractor's present knowledge and belief, the 
inventions reasonably appearing which wore conceived or fivet redaced 
+0 practice in eoanection with the performance of the subject contract are listed 
below, ‘The tem "dieeloeure date” menus only that « fore wee filled cut internally. 
All each Gata have been retained within the project offices here in accordance 
with security instracticas. 


Meclosure 
Bi | a. a 
1. Design Patent 0-2 Configuration April, 199% 
2. Span Lost Distribution Control April, 1954 
3. Broppable Stabilising Gear for Aircreft Jeuary 1955 
4. Aileron Shifter Mechanien Jecomry, 1955 
Se Ving Fis Syeshrosising Mecheni ea January, 1955 
6, Wing Structure U-2, Joints & Sealing Jencery, 1955 
7+ Over Center Locking Tai). Gear Nereh, 1935 
8. Pausl Chip Cateher with Anti-tee May, 1955 
Proviaions 
3 Blind Sealing Mut for Fuel Tanks April, 1957 
i. <= tuapler Filter Nechanies October, 1955 
li, Lesfiet Dispenser Match Fobruary, 1956 
AQ. Britt Sight Control & Mechanias Augast, 1956 
13> Gassous Seapler Systen Decenher, 1956 
ie. Dual Oxygen Gysten in Pilot Seat Peck Way, 1957 
i5. Pace Plete Safety Catch May, 1957 
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